DART AEROSPACE LTD 
Work Order: 


Description: Floor Doubler Assembly, RH 
Part Number: 
D3594-044 


inspection Dwg: D3594 
Rev: C 
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INSPECTION SHEET 


Drawing 


Dimension 
Toierance 
Actual 


Dimension 
Accept 
Reject 
Method of 
Inspection 
Comments 


00.128 
+0.005/-0.001 


00.323 
+0.006/-0.001 


0.359 
+/-0.010 


0.718 
+/-0.010 


0.81 
+/-0.030 


2.58 
+/-0.030 


2.688 
+/-0.010 


7.563 
+/-0.010 


7.85 
+/-0.030 


11.77 
+/-0.030 


12.75 
+/-0.030 


0.080 
+/-0.010 


Measured by: 
Checked by: 
QC inspector: 


Date: 
Date: 
Date: 


Engineering Approval: 
Date: 
(If necessary) 
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